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prevented the firing of grape shot upon the
breach ; but on the morning of the 3rd Colonel
Welleslej* reported the completion of this work in
the following letter.

"To LIEUTENANT-GENERAL HARRIS.

"7 A.M.,

" My dear Sir,

"We did all our work last night, except
filling the sand bags, which coulcl not be done
for want of tools. I shall have them filled in the
course of this morning, and there will be no in-
convenience from the delay, as it was not deemed
advisable last night to do more than look for the
ford ; and it is not intended to do any thing to it
until the night before it is to be used.

cc Lieutenant Lalor, of the 73rd, crossed over
to the glacis. On the left of the breach, he
found the wall which he believes to be the
retaining wall of the glacis, seven feet high, and
the water (included in those seven feet) fourteen
inches deep. It is in no part more so, and the
passage by no means difficult. Several other
officers crossed by different routes, but none went
so far as Lieutenant Lalor. All agree in the
practicability of crossing with troops. The enemy
built up the breach in the night with gabions,
&c., notwithstanding the fire which was kept
upon it. It was impossible to fire grape, as our
working party was in front of the six-gun battery,